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Medical Education Department 

TENDER NOTICES 

( 1 ) 

[No. 49/2011-12/MCTCR] 

No. C5-7212/2011/MCTCR. 16th May 20 11. 

Sealed tenders are invited for the supply of Medical 
Books for the Central Library, Medical College, Thrissur. 

Approximate cost—? 60,00,000. 

The tender should be superscribed “Tender 
No. 49/2011-12/MCTCR for the supply of Medical Books 
to Central Library” and addressed to the Principal, 
Medical College, Thrissur. The last date fixed for the 
receipt of tender is at 1 p. m. on 5-7-2011 and opening is 
at 3 p. m. on 5-7-2011. Sale of tenders will be closed on 
4-7-2011 at 4 p. m. The cost of tender form is ? 9,360 and 
duplicate copy is ? 4,680. The tender form is not 
transferable. Only Money Order will be accepted towards 
cost of tender form till 21-6-2011. ? 50 should be sent 
additionally if needed by post. Further details can be had 
from the office of the undersigned. 

fflfflcu51c06)Rj3 cB<ft>0(Bgs3lra&j 6)croa3isra3 6>®£i(6nioloQn 
eeicea rare) qj as ^ so w ajjcru «d <ft> 6ST3u3 (a a ojdI <m ra8) 
cruraraaj 6)njt§ijcmR»1(no<i»l raicipojggairalraS chlcrojo 
G^oeiOCruJcftiC^ ^i3d6m1n-|ifflcfti033KTDl. 

raresaraS ra>j<ft> s 60,00,000. 

3(3^ejocn)j<ft)<A 49/2on-i2/6>a.(B<ft>o.(ij)y n£)af> crasuorijsj 
GratOT6nera)jo (.MlnScruliTjoua, raacuilcSSiraS e<ft>ocsgK!, ctr^ao](3, mjgo 
ca>janDratrojcft)0cii-680 596 ci^am aileiocruratrolraS 5-7-2011 


63®j a6rrilc9ffl ffljcniocs/l raracffi^raxifflsneraijaocOjjaDj. ra^^eiocruj 
cft.u3 rareeanDGlaicruo 3 memlcera snjrauffl^gajffljffls cruoarflrajo^ 
rarrolraii trojo <ss)j cmraijmosrn . aflS^eioaru 

(Snreoorareilfflag ailei s 9,360. ajD^nilcscBsig Gciooorarailaail ailei 
e 4 , 680 . (Saoooo ailraSiTjcn rareajcruocn1<flS)janD «n°lcc»«s)l 4 - 7 - 2011 . 
(26m1e(S)0(3rux3 (ruj1tft)®1c9«)jcm rareaicruocn ra/tarail 21 - 6 - 2011 , 4 
Mrnl. CciDooo raioJoeilraS &je1c96)6m®aaT)i33aj(3 e 50 Gnj(3rarro 
m6m1 cb(D)0 (3 (u)(3 rare <x» d> e <ss> 6n§ ®i 0 cto . 

®®aicft.1c9S)1§jaTi [3(3^£io<Tu l }ca.o3 cffiofflcmoaj ca>o®6mni(reoeijo 
cnulcOjfflltSsijnnDraiej. ca.jsjrairaii ailaj®63i3a3c0S) sonrelcrujfflocn/l 
(.nJOJ^raroil flloicru63i3g1ra3 6nicru)ffl(T : |sjca>. 

( 2 ) 

[No. 50/2011-12/MCTCR] 

No.C6-7369/2011/MCTCR. 17 th May 2011. 

Sealed tenders are invited for the supply of Green Laser 
(1 No.) to Department of Ophthalmology of Medical College, 
Thrissur. 

Approximate Cost—? 20,00,000. 

EMD—1% of the quoted amount. 










The tender should be superscribed “Tender 
No. 50/2011-12/MCTCR for the supply of Green 
Laser—1 No. for the Department of Ophthalmology” and 
addressed to the Principal, Medical College, Thrissur. 
The last date fixed for the receipt of tender is at 
1 p. m. on 12-7-2011 and opening is at 3 p. m. on 
12-7-2011. Sale of tenders will be closed at 4 p. m. on 
11-7-2011. The cost of tender form is ? 3,120 and duplicate 
copy is ? 1,560. The tender form is not transferable. 
Only Money Order will be accepted towards cost of tender form 
till 4 p.m. on 2-7-2011. ? 50 should be sent additionally if 
needed by post. Further details can be had from the office of the 
undersigned. 

«n^ag](3 co<u6n3ffli2ai^ 6i a cud <m art Gc&OGg efl6iej 
630a£?«j)ora3cBaogssl cuilcsnjo^gjfflfflaaitBejcaffl rarejcnc/o^aocn) (Wla3 
G£J<TU(3 656)ffl6TT)o <TU06)nJ 6) iiJ Cg> J CTT) 0)1 <D 0 (D)1 (CT)gq> 00139 
cualraS mlcmjo ajisaiiy 3(3nejocrujcft.c^ cMdsmliyjsrcaiOggjcm;;. 

rarasBjcnS trojc* e 20 , 00 , 000 . 

ml a on 1/3 on, o <ft>JO§ On-icgijcro raaj cacoiaomo. 

GfjaeioorojcftiC^ 3c3<^eiocru marndS 5o/2on-i2/6ia.cs<ft>o.(5^. a®cm 
da6u sj erarro 6n§ffl)jo (.MloScrul <^_joo3, a a cu)1 csa ra3 

<Scft>OCBg83, (3)^(/3]c3, ajgocft)jaD«5T!J)Jca>OOJ-680 596 a®cm 

culejocruarffTIraS 12 - 7-2011 g^jaUces) aaj a6nbl<fls> ajcmocnil rarec® 
ajjOHsasneaijaocfljjcmj. G^^ejocrujcOjC^ aiacscm olajcruo 3 
asmlcsa snjcruiaajgrijajas mioffnlaD^coisM (oijOcOSijomcDijaoerri. 
3c3‘'*eiocni (Snnooarroloag ailej e 3 , 120 . cui^njlecoog 
Gnnoorarrolar^ ailej e 1 , 560 . Gaoooo ajlra3n_|(n mreajmiomi 
cOffljaD railcmanl 11 - 7 - 2011 , 4 a6ml a6rn1cBc®oc3ajDc3 auilcft> 
alcSffljcm rarecumiom (3i1c®(5>1 2 - 7 - 2011 , 4 a6m1. 

Qnnooo ainJoeilraS aieteasmoannoia § 30 x 8 e 50 cs^jcSrar® a6m1csc®0(3cux3 
(3rdcffl<®(Sce«)6n§®i06rn. aaojcancoffllgjcm 3(3<^ejocrujca,u3 woGxmoaj 
cBioasrncncrooQj^o mulcaolcOffljcimRjiej. .ajsjtOKoS ail(ua63i3c/5ces) 
630fiDlcrv>2ao<®1 in-iojsSraioil 3lajmi63i3g1(33 6njarLDan_|sjcft). 

Government Medical College, (Sd.) 

Thrissur. Principal. 

TENDER NOTICES 

( 1 ) 

No. S4/6783/2011/MCC. 12th May 2011. 

Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers or authorized 
distributors for the supply of Multi Para Monitor—1 No. 
for Gastroenterology Department of Medical College, 
Kozhikode. Estimate Cost is ? 1,25,000. 

Tender forms can be had from the Office of the 
Principal, Medical College, Kozhikode directly on payment 
of ? 416 on or before 29-6-2011, 3.30 p.m. or by 
Registered Post on or before 23-6-2011 producing Money 
Order taken in favour of Principal, Medical College, 
Kozhikode for ? 456. Tenders should be superscribed as 
Tender No. S4/6783/11/MCC and addressed to the 
Principal, Medical College, 

Kozhikode-673 008. Tenders should be submitted on or 
before 30-6-2011, 11 a.m. Belated tenders will not be 
accepted. Each tenders should be submitted along with an 
agreement signed and executed in Kerala Government 


Stamp Paper worth ? 100 and EMD @ 1% of the total cost 
of the items tendered for. The tenders will be opened on 
30-6-2011, 11.30 a.m. in the presence of the tenderers or 
their authorized representatives. Cost of duplicate tender 
form is ? 208. 

Date upto which the rates are to be firm—31-3-2012. 

Rate should be quoted in Indian Rupees only against 
payment. The tenders without the required agreement and 
sufficient Earnest Money Deposit and the tenders that do 
not satisfy the conditions are liable to be rejected 
without any notice. Cheques, Drafts, Postage Stamps etc. 
will not be accepted towards the cost of tender forms. 
Stamp Paper will be supplied to the firms outside Kerala, 
on request, along with the remittance of ? 137 by Money 
Order taken in favour of Principal, Medical 
College, Kozhikode. 

Further details can be had from the Office of the 
Principal, Medical College during the working hours. 

(8<&>;mp1g<0S)os fflfflOJulcSfflroS cscftiocgssloej cn^ocrueLSO 

tyj)o3 eoo gssl oil e 0 co ratoil eej <mo cu oa^ aoc® ac/3§1 
njoffl csao6m1§(3 raoasrno ajlc3>06mo ffl^^jcmanlcsejcM) mlrftoao 
coi 0 css gl ra3 mlenmo rarecuajas raraocol 
cui1ej(3ao alraS mlc odd aji.3 cu^jraijo a am a o si cruo o m 
(QiQilejissauaot® 3^<^eiocrujca.c^ comsml^jQdMggjamy 

(BRSfflifflS (3)J<ft> ? 1,25,000. 

m1ffl(mc3ajj,o 6>S6ng«S aaj caaiaomo. 

3(3oeioom ennooarmlfflci^ ailej: 

raracnxaS ?4i6. 

cro 

n_l<ft>(3<2j ?208. 

(DlnJOCOiS OJJpl- ?456. 

3(3<^eioom (Saeoajcft)U3 (oioJoaS ojjpI ailraSijjm oilajcm 

C0)1(®(3>1 23-6-2011. 

3 ( 3 <T£]Ocru <jneoajcft,a3 ema1§ eielcsajcm rareojcruom 
coilcmrailcmjo rruacoiajjo 29 - 6-2011 aaajc&jecnDOo 3.30 a6ml. 

3c3<^eiocrujtft,cj3 aujlca.a 1 ces) 2 nr) rareojcruom railcmrailcmjo 
cruacffiajjo 30 - 6-2011 aoniloei 11 a6rril. 

3(3<iejocru raijocoojom ra/torailcmjo cruacaajjo 30 - 6-2011 
aoailoej 11.30 asml. 

3^<Teiocrujca>o3 ci^mj.4/6783/20ii/a®o.cnjl.cnil. cyfjcro tsaaei 
(Pjearroosjcfcjsl LMluSmiliTjoaa, aacuilcWiraS e<a>o<3g8s, Gca>0!Pl 
(Jc96)0S-673 008 n£) CTO (111 ej 0 <TU (310)1 (33 (313 C® C®" (B d3S) 603 

«no6rn. fflaojca/l ejelcsajam 3^rieiocn)jta>a3 orujlca>a1c8ajamc3)ej. 
3(3‘'*ejocru2<ft,o8 ajtft.g1ra3 cftosnbl^ilalcoojcm 3lajrruo aoajlaej 
ii.30-cn 3(3^ejocru2cft)Offl6ir^cs(D)o rardocnlta)^®) n®sa3l6)cigcs(n)0 
oruoamlrju^ormlKsS aijOtesifflajsjo. 

(moJoeilraS ejel <jc9S)6rr§ 3^<^eioaru e an o o artnl 6i 0 $ 
culei ccdocd)! a6m1 e<D)0(3ajD(3 63>pl6)ca> afflgoamjo cruilca,®! 
cOfflJOTKSiei. 

? 100 ailejQffijgg etft.ag a 2 t, 3 n_|L®iG 5 T 3 ilK^ mlusulan aotm^ 
<ft> co/I ejjgg rruaa tm nj(.( 3 )o 1% mla rai (.3 cu^ caroio sj cajsl 
3(3<^eiocnil6imoiT ; |o miacSnjlcscOSisreaiosrn. 

cftijs^oKoS ailajffl63Bc^ ecSjOiplGoOSios 6iacuilc9S)(53 csca>oegs 
t,nJlo3cru1 njo glfflClg 630 oD 1 mil(53 mlOT)Jo (,njOJ(3(313)1 

3lajmi63i3g1(33 eje1c06ij(m(3)O6rn. 

Specification 

Multipara monitor with ECG, SPO,, non invasive 
blood pressure, temp, hear rate, respiratory rate. 


Special Conditions 

1. Brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demo at his own cost 
if requested. 

The tenders are not satisfying all the conditions 
including Special Conditions are liable to be rejected with¬ 
out further notice. 

( 2 ) 

No. S5/6697/2011/MCC. 17th May 2011. 

Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers or authorized 
distributors for the supply of Mortuary Table —1 No. for 
Forensic Medicine Department of Medical College, 
Kozhikode. Estimate Cost is ? 2,00,000. 

Tender forms can be had from the Office of the 
Principal, Medical College, Kozhikode directly on payment 
of? 416 on or before 29-6-2011, 3.30 p.m. or by 
Registered Post on or before 23-6-2011 producing Money 
Order taken in favour of Principal, Medical College, 
Kozhikode for ? 456. Tenders should be superscribed as 
Tender No. S5/6697/11/MCC and addressed to the 
Principal, Medical College, 

Kozhikode-673 008. Tenders should be submitted on or 
before 30-6-2011, 11 a. m. Belated tenders will not be 
accepted. Each tender should be submitted along with an 
agreement signed and executed in Kerala Government 
Stamp Paper worth ? 100 and EMD @ 1% of the total cost 
of the items tendered for. The tenders will be opened on 
30-6-201 lat 11.30 a.m. in the presence of such of the 
tenderers or their authorized representatives. Cost of 
duplicate tender form is ? 208. 

Rate should be quoted in Indian Rupees only against 
payment. The tenderers without the required agreement and 
sufficient Earnest Money Deposit and the tenders that do 
not satisfy the conditions are liable to be rejected 
without any notice. Cheques, Drafts, Postage Stamps etc. 
will not be accepted towards the cost of tender forms. 
Stamp Paper will be supplied to the firms outside Kerala, 
on request, along with the remittance of ? 137 by Money 
Order taken in favour of Principal, Medical 
College, Kozhikode. 

Further details can be had from the Office of the 
Principal, Medical College, Calicut during the working 
hours. 

<seft.o(Pisces)os 6)acLu1<ss)ra3 G<&>OGgesl6iej GnCoocnScrblcfc 
DaojulcrolaS aileocnRSTroleejcSSioriJcra^ffloc® Giaoc3ijo1 Gaos 
656)co6roo ojl«»ffl6mo 6iii(^janD«5)lGejc0S) aoliSEfflOOTiOcSSiglraS 
ablcmjo rardouflcS^,©) cu)“lejc3i20<al«53 ablanDjo aroru 

(aoslauoooDcisrrolejjgganjaooffl 3(3<^eiocrujca)C^ <Md6m1ijj6)ca>oggj 
onoj. 

rarasaraS «s)jc&>—? 2 eidMdo. 

criloOTiLBoi^o 6iS6ne(3 anis^wists soj oatroaocno. 


r3c3(i£ioanj Ga£ioo«5ra>l6ia3 oilei: 
caracroraiS— ? 416. 

(TV) 

RJlnJOraS ais>l- ? 456. 

anuoilGcSSid— ? 208. 

Oe O 

r 3 c 3 (i£iocru Gonoajcftitia Gcno 1 § ejelcwijcro raiaaicruocn 
oftoratojo cruacmciijo—29-6-2011, 6 ) 6 )oicft>jGanDfflo 3.30 a 6 ml. 

GcSneiocru <jnnoajcft>u3 rainJoroSonpl ailraSojcn (mlojcm 
(mlcmtml— 23 - 6 - 2011 . 

G( 3 ^ejo<Tuj<ft>c^ rrui“l<ft>ol<fl6)2<m (araaicruom (mlcffignlcffijo 
rruacrsnijo 30 - 6 - 2011 , oonilfflej 11 ambl. 

3(3^ejocru raijOcBOjcm railcfflcnldDjo cruacffloijo 30 - 6 - 2011 , 
oooiloei 11.30 a6TT)1. 

3(3<^eiorrujcft)a3 a®OTj.5/6697/20ii/c^o.rn51.cnil. a^ano Gaaei 
S’jgotttoosjcO^sI Gmral§ cnro3<ft,jcft,G(i»o 0Tjla3cnjln_|oa3, fflacuil 

c061 OS Gc9>0Gg8J, GcOjOIPI GcSOO S'-673 008 ra£)Cm 

afleiocruKSKnlroS raiacQKmGcOOsrBGroio raia)6nb. 6)6xnca>1 eielcKijono 
3(3^eiorrujoa>u3 crui°lca>ffllc8S)jcm(mei. 3c8^ejoaru2<ft>a8 ajc&glraS 
cftiosml ^jl ol cesijcm olmrruo ootulsiej 11 . 30 -cn bc3<^£jo 
rrujca>offlffla3GCQ)o raraotolcai,®) (^(mlmlujlc&gjGSGCQio cruoamlrar^ 
rarailraS raijOcOfflfflrijsjo. asinJoeilroS eielGcM6ne 3(3>^eioaru Gnnoo 
carcrflsoag ailejcmocml a6irfl630(3cux3 63<pl6>cft> affloocmjo nrojTca>(bl 
teffliamraiej. 

o 6V) 

e 100 aileiQQijgg Gc9>og ajLraajLraiRSTrolfflS obkmjlrai aocai^, 
tftiCffllejjgg croaa an nJL®io cnocnBiarro ccsjos 1 % 

ODlratm^oj^GRsroiosjcaijsl stS^ocnilfficno.Tjo (Tua(3ijjlGc9S)6re 
ct» 06 rn. 

cOajsjtroraS QilciKa63T3a3 Gcft.oiplGc96)os 6)acuil<s6)a53 G<ft>0Ggss 
(.oj1a3rru1 ryo gloria aoaol (TuloS ml am jo (.nJcn^oroil 
3lojcru63i3g1o8 eielcOffljaTKSiosrn. 

Specification 

1. Stainless steel 304 Surgical Grade Steel. 

2. 2.05 x 0.8 meter of adjustable height 

3. Height adjustable to 0.75 to 1 meter 

4. Table top 14 gauge stainless steel with stain finish 

5. One piece construction 

6. Separate dissection space, completely welded to au¬ 
topsy table grained mould and regrained to match 
surface of autopsy table 

7. Electroxyhylic lifting machine with water light switch 

8. Electrical receptacle on table. 

9. Hydro aspirate near sink basin with revulsion valve 
to clear aspirate of any foreign matter. 

10. Closet with vacume breaker controller by a single 
lever, hot/splash/cold. 

11. Sink tray. 

12. Removable perforated grid plate. 

13. Self cleaning washing sprinkler on sides. 


14. Basin sink for holding water 400x500x200mm 

15. Central single support column with access doors. 

16. 3 meter shower hose with hand sprinkler. 

17. Circumferential perforation for safe removal of all 
odour. 

18. Carrying Capacity 200 kg. 

Special Conditions 

1. The Brochure issued by the manufacturer in orginal 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost if requested. 

3. The tenders are not satisfying at the conditioners 
are liable to be rejected without further notice. 

( 3 ) 

No. S6/6857/2011/MCC. 17th May 2011. 

Sealed and competitive tenders in the prescribed 
forms are invited from the manufacturers or authorized 
suppliers for the supply of 2 Nos. of Pulse Oxymeter 

for Paediatrics Department of Medical College, 
Kozhikode. Estimate Cost is ? 80,000. 

Tender forms can be had from the office of the 
Principal, Medical College, Kozhikode directly on payment 
of? 416 (? Four hundred and sixteen only) on or before 1- 
7-2011, 3.30 p.m. or by Registered Post on or before 23-6- 
2011 producing Money Order taken in favour of Principal, 
Medical College, Kozhikode for 

? 456 (? Four hundred and fifty six only). Cost of 
duplicate tender form is ? 208. 

Tenders should be superscribed as Tender 
No. S6/6857/2011/MCC and addressed to the Principal, 
Medical College, Kozhikode-673 008. Tenders should be 
submitted on or before 2-7-2011, 11.a.m. Belated tenders 
will not be accepted. Each tenders should be submitted 
along with an agreement signed and executed in Kerala 
Government Stamp Paper worth ? 100 and EMD @ 1% of 
the total cost of the items tendered for. The tenders will 
be opened on 2-7-2011, 11.30 a.m. in the presence of the 
tenderers or their authorized representatives. Date upto 
which the rates are to be firm 31-3-2012. 

Rate should be quoted in Indian Rupees only against 
payment. The tenders without the agreement and sufficient 
Earnest Money Deposit and the tenders that do not sat¬ 
isfy the conditions are liable to be rejected without any 
notice. Cheques, Drafts, Postage Stamps etc. will not be 
accepted towards the cost of tender forms. Stamp paper 
will be supplied to the firm outside Kerala, on request, 
along with the remittance of ? 137 (? One hundred and 
thirty seven only) by Money order taken in favour of Prin- 
c i p a 1 , 

Medical College, Kozhikode. 

Further details can be had from the Office of the 
Principal, Medical College, Calicut during the working 
hours. 


e<ft,os>l(So9S)os oaajDlcMRsS (Bcftoegslsiei rulanlcoioisldEbcn) 
aileo cn asra/l <jei ss>o ai od® ojc/dcru raoce/crul al oc3 
(2 nf)6TT)o) afl«»ra6mo 6)iK§>janD8j)1cej<M anldlaaoesiocssiglass 
mlcmjo rareocnlc&^ra) cu)“)£jc3ao<a1«53 cnlamjo oji/Btu^jenjo 
aoru oo si aruno cn 8515)1 aias 3(3neio cruj <ft>o3 cMdCTnlijj 

ScftioasiaD]. 

rares&raS raijca, ? 80 , 000 . 

chlffl®x.raajio 6>S6ng(3 asijcftjQffljeis 638>j c/D«r>aocno. 

3(3oeioonj csaDoocmmlfflci^ oilei: 

raiacnxsS ?4i6. 

cn) 

85)nJ0853 <D<Pl ?456. 

OJJUrUlGcefflO ?208. 

Oo 6V O 

fl(3^£jocru en£5oajca.a3 ecnolg ejelcesijcm raracucruocn 
as/toastojo crumcuxujo 1 - 7 - 2011 , 6)ffl(Ucft)jcBcmfflo 3.30 a6rbl. 

acSrieiocru Qo£ioajca.c^ asioJoasSanpl ailroSrym cmlojcm 
as/toastojo cruaaaxujo 23 - 6 - 2011 , fflfixuajjcscmfflo 3.30 asm! 

3c3<ieiom)jc&>a3 cruilca.(o1c96)j(m raiaaianocn asilasasiloffljo 

CTUaCQXUJo 2-7-2011, 11 a6TT)1. 

Q(3(1£I0(TU 85)jOcSS)Jcm 85)1 Cffi 85)1 Cffi jo (TO 2) <33)01 jo 2-7-2011, 
fflOQjl6)£J 11.30 a6rhl. 

3 (3 ‘‘>£10 CTO J (ft, «3 a®(TO.6/6857/2010/o®o.<TOl.<TOl. a^cm 

QaffleKpjerartnosjcaijsl e<na>1§ cna53(ft>j,ft>e(i!)0 toJla3(TOlo_|ou3, oacuil 
c96) 853 (B (ft, 0 G g 87 , Gd^Olpl G(SS)0 s'-673 008 M)OTD 

tnlejoanasisM (3rac®<s2)ece6)6ne«5i06rh. 6)6)oi,ft,1 eielcftojcn) 3(3<^eio 
anj,ft>«3 crui“lca,ffl1cSS)janD®iej. ra^>^eiocTuj(ft>a3 ajcft,glG58 ca>06in1ijl 
olcssijcm bIoktoo ffloculaei 11 asmlcesi 3(3^ejo<TOj 

cft»OC06)(l^CSQQ)O (31doU)1(ft>j,85) a®SCl3l6Klg(S<S2)0 (TOOCrolOL^aSlSlIasS 85)jO 
(fl6)6)n_]Sjo. G5)oJO£il853 £lg1 G(S6)6n3 BaS^OCD) CS o£ 0 O (315)16) 0$ 
ailej<r»occ»1 a6ml630c3cux3 63s>l6)ca> a6)ooor)jo oriilAaflcftffljcroasiej. 
rarajCuaa^sin-pjoDrUcftado goJcSTosmo ecnaM (nJ3(3aa1i^1(ScSS)6rH3)06ri). 

? ioo aileicsijgg e<ft>fflg aj(. 3 (T-|L 8 j) 85 i 3 )l 853 oilosulss) 

00(3)^ eft, (30)1 £JJgg CTO22) 85) nJ(85)0 0100)38513) 85)j,fti(n)j6)S 1% 
0)18)85) (3(liyB(5)5)0Sjcft»jSl S^^OOUlSIOIOnjo 0Ua(3o_|1cSc96)6neC5)06rh. 

cftijsjraiasS ailai8)63i3c/3 (Scfti0(plQ(fl6)0S 6)aojDlc9S)a53 e,ft>0Gge7 
(,nj1o3ou1 n_|0 glfflog 63 OciDl 01)1853 0)1 on jo (_o_l 01(3 8513)1 

3loiou63i3g1(33 eie1c06)jonas)O6rn. 

Specification 

1. Description of Function 

1.1 A Pulse oximeter is a medical device that 
indirectly measures the amount of oxygen in a 
patients blood (as opposed to measuring oxy¬ 
gen saturation directly through a blood 
sample) and changes in blood volume in the 
skin, 
producing a photopletheysmograph. 

2. Operational Requirements: 

2.1 Suitable for all types of patient range, Adult, 
paediatric, infant and or neonate. 

3. Technical Specification: 

3.1 Display-LCD, Backlight illuminated. 

32 Parameters and waveform displayed- 

SP02, pulse rate, system status 
plethysmogram, menus for user settings. 


3.3 SP02 range 0-100%. 

3.4 Accuracy of SP02 + -3%. 

3.5 Pulse rate range should be 0.-240 bpm 

3.6 Audiovisual alarms-High/low SP02 and pulse 
rate, sensor off, sensor failure, low 
battery. 

3.7 Alarm override facility. 

3.8 Cable length should minimum 1 meter. 

3.9 RS 232C interface for data communication. 

3.10 Integrated printer. 

3.11 Battery Back-up operating time 5 hours 
internal & rechargeable. 

4. System Configuration Accessories, spares and 
consumables. 

4.1 System as specified. 

4.2 Reusable SP02 Adult-SP02 sensor with cable 
one per monitor, Paediatric and neonate SP02 
sensors-two each per monitor. 

Special Conditions 

1. The Brochure issued by the manufacturer in original 
should be attached. 

2. The firm should be arranged demonstration at his 
own cost if requested. 

3. The tenders are not satisfying all the conditions 
are liable to be rejected without further notice. 
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No. H1/4000/2011/MCC. 11th May 2011. 

Sealed and competitive tenders in the prescribed 
form are invited from the manufacturers or authorized 
suppliers for the supply of LCD-Television 40” to 
PG. Hostel Old Block of Medical College, Kozhikode as per 
statement attached. 

Approximate Cost—? 57,000. 

Cost of Tender form: 

Original—? 416. 

Duplicate—? 208. 

By post—? 456. 

Last date and time of sale of tender form (by post)— 
10-6-2011,3.30p.m.. 

Last date and time of receipt of tender form—20-6-2011, 
11 a. m. 

Date and time of opening of tender form—20-6-2011, 
11.30 a.m. 

Tenders should be superscribed as Tender No. 
and addressed to the Principal, Medical College, 
Kozhikode. Each tenders should be submitted along with 
an agreement signed and executed in Kerala Stamp Paper 
worth ? 100 and EMD @ 1% of the total cost of the 
items tendered for. The tenders will be opened on the 
above date in the presence of the tenderer or their 
authorized representatives. 


Rate should be quoted in Indian Rupees only against 
payment. The tenders without the agreement and sufficient 
Earnest Money Deposit and the tenders that do not 
satisfy the conditions are liable to be rejected without 
any notice. Cheques, Drafts, Postage Stamps etc. will not 
be accepted towards the cost of tender forms. Stamp 
Paper will be supplied to the firms outside Kerala, on 
request, along with the remittance of ? 140 by Money 
Order taken in favour of Principal, Medical College, 
Kozhikode. 

Further details can be had from the Office of the 
Principal, Medical College, Calicut during the working 
hours. (0495-2350212) 

gaos>1g<06)os siaajulcesxK! GAOGgsstoei nil.sfl. GnnoarussS, 
nJS>QQ> dmiotesileeicao ng)ra3. mil. cuil. s>seilailnSda5 40 ailan 
fflsmo am rail cejcsffl ml(3 am o 85)o §1853 mlecrno 

rara(U8)j6)s raraocolca^as) ciil85)8>6O)c06)O8>l853 mlGomo 
ffl85rU8)0U)lnSjol05)ffl0OT85)Jffl0CI» <3(3‘‘*£IO CTDJ Ad3 cM46TT)l 
6)tft.oggjamj. 

rarasAssS 8»2A— ? 57,000. 

ra(3<Teiocru Gnnoooisitoa^ ailei: 

(31900)853- ? 416. 

cro 

ajD^njlGcOSIO ? 208. 

85)nJ0853 CUS>1- ? 456. 

i3(3<i£iocn) (Sn£ioi2jca.a3 (CDoJOosS nisi aflasSiTjm aiflsijcim 

85)1 CD)85)1 Cffijo crufflcffiaijo 10-6-2011 6)6)CU<ft,JGaT)8)o 3.30 2)611)1. 

B(3<ieiom)2Ao3 m)ilcft>8)1c06)jam rareaiaoom asilcmssflcn^o 
m^CQXlIJo 20-6-2011 8>0ail6)£I 11 2)611)1. 

(3c3<ieiom) asijotesijam 85)lQffla5)1oc»jo m)2xr»cnjo 20-6-2011, 
11.30 2)6ml. 

i3(3a£iom)2cft>a3 3(3^ei3cn) mcnic3 n£)cm G2)6)£jtf>2G85i5)OS2 
ajsI go)8>1§ masSAj agoto (.<-^4crul <t_| 0 a3, 6)2KU)1 <06)853 
GAOGgSS, GAOS’! Gd36)OS-673 008 a®CTT) Oil £J 0 01) 8513)1 853 
(3T3CQ) W c96) JAG 00)0 6) rU G <§> 605 85) 0 60) . 6)6)OIAl Al§J(TT) 

b^^oui^ac/S ODilA8)1ce6)jam85)ej. Q(3<^eiom)jAu3 2)jAgl853 
m)]nj1 ijjl jj/I col ce 6 ) 2 am olaiaroo 8 > 0 (ijl 6 )m 11.30 2 ) 6 m 1 <s 6 ) 
B^rieioarujA 08 ) 6 )agG(!fflo rareocnlA^as) t,nJ85)1m1u)lAgjGSGCQ>o ciDooml 

01) 8515)1(53 85)2Oc06)6)(T : |SJo. (5)n_IO£jl858 £lglGc96)6D5 B(5n£10m) 
G ciO 008515)16) C$ ail£J0Q>3<S)il 2160)1 630(3CU)(3 63Sl6)A 2)6)00(0)20 
m)jlA8)1c96)2frr)a))ej. 

? 100 oil£icn)233 GA8>g 2)2L3o_|L®)a5T5)1a53 mlasulas) 2)085)2 
AQC!)1ei2gg (0)22) 85) o_l(.85)o (1100) 08515) 85) 2 A <X» 2 6) S 1% 
mlaxsKBanjGasKnosjAjsl B(3^eiocn)l6)ajiA26)s ai)2K3<T_|lGce6)6Tie 
85)060). 

A2SJ 85)853 (01(11 8)6313 03 G AO S’! Gd36)OS 6) 2) CU)1 d36) 8)3 

GA0Gg83l6)C$ 630a£)l (0)18)3 ml (O) 2 o (nJ 01(5(315)1 Bl (O 01) 6313 gl 853 
eielc36)j(rD8))06O). (0495 2350212) 
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No. S3-6600/11/MCC. 18th May 2011. 

Sealed and competitive tenders in the prescribed form 
are invited from the manufacturers or authorized suppliers 
for the supply of Patient Warming System — 
1 No. to Department of Paediatric Surgery of Medical 
College, Kozhikode. Demonstration of the item is to 
be done if necessary. 

Estimate Cost—? 2,00,000. 

Cost of tender form— 

Original—? 416. 

Duplicate—? 208. 

By Post—? 456. 

Last date and time for sale of tender form by post— 
25-6-2011, 3.30 p. m. 

Last date and time of sale of tender form— 

4- 7-2011, 3.30 p. m. 

Last date and time of receipt of tender form— 

5- 7-2011, 11 a. m. 

Date and time of opening tender form—5-7-2011, 
11.30 a. m. 

Date upto which the rates are to be firm—31-3-2012. 

Tenders should be superscribed with the Tender 
No. and Addressed to the Principal, Medical College, 
Kozhikode. Each tender should be submitted along with an 
agreement signed and executed in Kerala Stamp Paper 
worth ? 100 and EMD @ 1% of the total cost of the 
items tendered for. The tender will be opened on the 
above date in the presence of the tenderer or their 
authorized representatives. 

Rate should be quoted in Indian Rupees only against 
payment. The tenders without the agreement and sufficient 
Earnest Money Deposit and the tenders that do not 
satisfy the conditions are liable to be rejected without any 
notice. Cheque, Draft, Postage Stamps etc. will not be 
accepted towards the cost of the tender forms. Stamp 
Paper will be supplied to the firms outside Kerala, on 
request, along with the remittance of ? 140 by Money 
Order taken in favour of Principal, Medical College, 
Kozhikode. 

Further details can be had from the Office of the 
Principal, Medical College during working hours 
(0495-2350212). 

eeft.os>1 e <m os fflaan1 c9 S)rs 3 (SiftOdgsalfflej oalcraj 

oacrut.(mt.cft)1(n)o mleoaxaimkeicSS) GnJnad^oijr ojo(3o163b milcrugo 

63S)ffl6TT)o cul «J> (3 6TD o 6) nJ Cg> J (TO 0)1 (8 £J flffl COT c3 £2C10 

anotSsiglroS oblcscmo (manjffljns rarcocnlcft^®) ajlrairasmtSSioffllraS 
odlcscmo ajta sxu^jenjo amxaouilraddloxujaocQ) racS'^ejocrojca.c/d 
cMj sml n-| i o eft o ss i cm i. cm^oi a>1«38 cruocDcn/ 

cruoaLcn1co)j6)s 6Kuxsao6n3cnjC8(.Sn3da3 mscsRSTrosnsRDjaosnD. 


raresaraiS —? 2,00,000. 

6)S6TB(3 (8n£10O85Kf)lfflCl3 CUlej: 

raracruroS—? 416. 

CTO 

ajDUnJlGcMb-? 208. 

Oe SV O 

«S>oJO« 53 cUS >1 -? 456 . 

r 3 ( 3 (i£joanj ( 8 aOoajca>o 3 cmojoro 3 <u(pl ailraiSceffljcm (araoKruom 
«nl<i2)(m1cQ)jo cruacfficujo 25-6-2011, 3.30 a 6 m 1 . 

gc 8 <i£jo<tu ( 8 nnoa 2 <ft>a 3 tsmo 1 § cnlKsSceffljcm rareaiaruocn 
crolasraitojo cruamiaijo 4-7-2011, 3.30 a 6 rril. 

B(3^eiocruj<ft,cd croilca.ffl'IcMjano csracucruom otiIototiIoqijo 
(Tuatronijo 5-7-2011, 11 a 6 ml. 

GciSaeiocru (aijocesijcrn roil co; rail oaijo cruacmaijo 5-7-2011, 
11.30 a 6 irfl. 

Gta^eiocrujcSjcd oiS^eiocru cn<ni(3 n^cm ea6iej(pj(B(ar5)OS2<a)]s1 
(Bcnoll mroScftijcOjCsaDO (.tdlrdcnilojoaS, 6iacu)1<es)«j8 eca> 0 (sgs 2 ) 

CBca>OS>1c8c96)OS-08 a®OT> Clfl £J0 (TO «5T5)1 (03 C 3 ta CCD Cffi cSSIJ cQaCBCO>0 
sisjcstsjsneraiOcaqamj. 6 ) 6 >m <&>1 eielcOSijanD a( 3 <^eiocruj<&>o 3 
crui°lcft)ffl 1 c 06 ijaT) 85 iej. ra^^eiocruj<ft,cd mjdkglroS croj->J 1 <^_prafl 
cosijcm slaicruo ooailfflej 11.30 asmlcos) fl( 3 ^eio<Tujcft>offl 6 )n^( 8 <i»o 
raraouil ml cul efflj fflSGcmo cruocml au^ (mrolraS 

fflijOcefflsiajsjo. ®>nJ0£il«yiS ejel(Sce€>6n§ flc3neiocru tsonoorarailsiai) 
ailejcffio<i»l a 6 iT )1 ao( 3 cux 3 63 (p 1 fflta> asioocmjo cruj°ltft)ffllc0S)jcm«»ei. 

? 100 oilejcmjgg CBcft)fflg aj(.aoJL®irarrolraiS mlusul®) 
ao«j)i,cft)<i» 1 ejjgg cruaarainJLcaio oiocnararro coijcacffijeis 1% 
adlfflraiLBai^cortnosjcaijsl G^<^eiocn5l6)(non_|o rrua(3(jjl(8c9S)6necs)06nD. 
cOjjsjotxoS ojl(ua 63 racd fflacuil<ss )®3 Gc&>0(8gesl6)c$ cmajciolcrblraiS 
mlcmjo (p-imdlraTOTl crofflQQ) 63 r 3 glca 8 eie^aosrn. (0495 2350212). 
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No. S3-6601/11/MCC. 18th May 2011. 

Sealed and competitive tenders in the prescribed form 
are invited from the manufacturers or authorized suppliers 
for the supply of Cystoscope to Department of Paediatric 
Surgery of Medical College, Kozhikode. Demonstration 
of the item is to be done if necessary. 

Estimate Cost—? 1,50,000. 

Cost of tender fonn— 

Original—? 416. 

Duplicate—? 208. 

By Post—? 456. 

Last date and time for sale of tender form by post— 
25-6-2011, 3.30 p. m. 

Last date and time of sale of tender form— 

4- 7-2011, 3.30 p. m. 

Last date and time of receipt of tender form— 

5- 7-2011, 11 a. m. 

Date and time of opening tender form—5-7-2011, 
11.30 a. m. 


Tenders should be superscribed with the Tender No. 
and Addressed to the Principal, Medical College, 
Kozhikode. Each tender should be submitted along with an 
agreement signed and executed in Kerala Stamp Paper 
worth ? 100 and EMD @ 1% of the total cost of the 
items tendered for. The tenders will be opened on the 
above date in the presence of the tenderers or their 
authorized representatives. 

Rate should be quoted in Indian Rupees only against 
payment. The tenders without the agreement and sufficient 
Earnest Money Deposit and the tenders that do not 
satisfy the conditions are liable to be rejected without any 
notice. Cheque, Draft, Postage Stamps etc. will not be 
accepted towards the cost of the tender forms. Stamp 
Paper will be supplied to the firms outside Kerala, on 
request, along with the remittance of ? 140 by Money 
Order taken in favour of Principal, Medical College, 
Kozhikode. 

Further details can be had from the Office of the 
Principal, Medical College during working hours 
(0495-2350212). 

eeft.os>1 e <m os ffla ojuI c9 S)rs 3 Gc&OGgsjIfflej oalcraj 

u8cru(.ciD(.cft)1cc!)0 aileocnasTTOlcsejceffl cnilcsaruocrucscfcOtij ail(3X36rno 
6injc^2cm8j)lcBejcM cnl^maoraiOcSOglroS cnltsanDO rarecnojsis 
C3T3oCD°]09)^85) 01185) ffl 6TD c9ffl0 ffll(03 001(8 000 fflJ(.3 6)01 
a«5nxoou)ln3ddl«5)(ujffloc® fl(3r‘eio(Tuj<ft)C/3 cMJsmliqio^oaaKro). 
carejiuc/DijOaEftM ouomm/auoauAlcrajsis 6)<m(sao6n3a\)(8(Sn£ia3 
ODsesasrtnsreKnjaosnr). 

(313S©>(38 (3)Jc9>-? 1,50,000. 

s)ssns(3 (Snooofijrailfflag ailei: 

c 3 T 3 cruro 3 —? 4 io. 
anj 

ajDUnil(8c0«)d-? 208. 

Oe ex) O 

(3)nJ0(53OJ<Pl-? 456. 

3^<^eiocru (8a£ioajca>(A oinJoroSaiipl aildsScOSijar) cmacuomoco 
(mlcffltmlcsDjo (TuacQKUjo 25-6-2011, 3.30 mmol. 

B(3<mioom Ga£iomjcft)(A cs(Offl1§ culcnScOffljano raratnaroocn 
(mIcQjroilaDjo cruadsaijo 4-7-2011, 3.30 06ml. 

B(3<ieioaTqc&>(/3 oruilcfcalcosijcro raiaaianocn ffnldsfflilcmjo 
cruadDdijo 5-7-2011, 11 

6iS6n§(3 (mjOcOffljam (DilasrailoDjo cruaOTciqo 5-7-2011, 

11.30 06ml. 

3(3(iejocrujca)(A 3(3<^eiocro cncrucS n®ono effl6)eis>2(sraKj)osjca.2Sl 
(80Dffll§j ODRsScftijcftcsaDO LtdlnSoniliT-ioaS, 6iaanlc0S)Rs8 (8<ft>0(8ge£ 
( 8 ca>otf> 1 (Bc 0 S)OS-o 8 ci^cro ailejocrrxnrailRjS m>ww<as>i<ehCswo 
6iiiJCB(§>sn§c5i0ca>jaT)j. 6i6)ai<ft>1 eielcesijcro ocS^ejocrujc&cd 
cru/lca>(al<es)janD(mej. BRS^oarujcfriA ojcaglraS aujHlajlijlraltesijanD 
dlmcruo ooailfflej 11.30 asnolcM B(3^ocro2cft>offl0qij(8(!C»o raraocnl 
(.nJsnl ml cjdI tr»j oscbccdo aruoanl ran^ (skuIotS 
(mjOcOfflfflnjsjo. KDnJoeilraS eie1(8c0S)6ne odS^ocrd (Sanooasrtnlaag 
aileicoiocnn a6rril 630(3cux3 63s>l6)<ft> asioomojo cn)jlc93ffll<flS)jaTxmej. 


?ioo aileicDijgg Gcfcog fflj(.3nJ(.<3>(3i3>lca8 cnluailrai 

ffl08S)^<ft>CQ)1ejJgg <TU[2)2H5)nJ(.(3>o 010(03(310) (Oljcfti (D)J6)S 1% 

(hl(D(3)t.3(ii^G(oi3)osjca)2Sl B^^eiocrulsKiDOijjo auo(3<jj1(8c9ffl6ng(0>06rr>. 
c0)JSJ(a)(O3 Oil (11 (3 6313(/5 6)0Cu51<06)(38 (Bcft>CK8gesl6)Clj) (313)ciOl(nil(53 
cnlcrojo rarmn cru a w 6313 glraS eie^aosm 

(Ph: 0495 2350212). 

Details of items 

Requirements: No. 7.5 angled rigid Cystoscope—one 
No. 9.5 angled rigid Cystoscope—one 
Telescope 30° suitable for 10 Fr (1x4) 
Cystoscope. 

Specifications 

Angled 9.5 Fr size paediatric rigid Cystoscope 

0° 13cm with 4 Fr instrument channel with separate right 
and left irrigation channels, 2 leur lock connectors. 

Angled 7.5 Fr size paediatric rigid Cystoscope 

8 ° 13cm with 3.5 Fr instrument channel with separate right 
and left irrigation channels, 2 leur lock connectors. 

Telescope 30° 

Suitable for lOFr Cystoscope (1x4) 238mm length and thin 
telescope complimentary two fiber optic cables should be 
provided. 

Justification: Neonates with posterior urethral valve need 
Cystoscopy, the smallest size avialable at present is No. 10 
Cystoscope which is not suitable for most of the monates. 
Hence we are in need of smaller sized rigid 
Cystoscope, which helps to avoid unnecessary urinary 
diversion in neonate with posterior urethral valve which is 
a very common problem here. 

Special conditions 

1. The brochure issued by the manufacturer in 
original should be attached. 

2. The firm should be arranged demonstration at his 
own cost if requested. 

3. The tenders which are not satisfying all the 
conditions are liable to be rejected without further notice. 
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No. S5-6698/2011/MCC. 17th May 2011. 

Sealed and competitive tenders in the prescribed form 
are invited from the manufacturers or authorised 
distributors for the supply of Contamination Monitor 
Cum Survey meter for Nuclear Medicine Department of 
Medical College, Kozhikode. Estimate Cost is 
? 2 Lakh. 

Tender forms can be had from the office of the 
Principal, Medical College, Kozhikode directly on payment 
of ? 416 on or before 29-6-2011, 3.30 p. m. 


or by Registered Post on or before 23-6-2011, 
producing Money Order taken in favour of Principal, 
Medical College, Kozhikode for ? 456. Tenders should be 
superscribed as Tender No. S5/6698/2011/MCC and 
addressed to the Principal, Medical College, 
Kozhikode-673 008. Tenders should be submitted on or 
before 30-6-2011, 11 a. m. Belated tenders will not be 
accepted. Each tender should be submitted along with an 
agreement signed and executed in Kerala Government 
Stamp Paper worth ? 100 and EMD at the rate of 1% of 
the total cost of the items tendered for. The tenders will 
be opened on 30-6-2011, 11.30 a. m. in the presence of 
such tenderers or their authorized representatives. Cost of 
duplicate form is ? 208. 

Rate should quoted in Indian Rupees only against 
payment. The tender without the agreement and 
sufficient Earnest Money Deposit and the tenders that do 
not satisfy the conditions are liable to be rejected without 
any notice. Cheques, Drafts, Postage Stamps etc. will not 
be accepted towards the cost of the tender forms. Stamp 
Paper will be supplied to the firms outside Kerala, on 
request along with the remittance of ? 137 by Money 
Order taken in favour of Principal, Medical College, 
Kozhikode. 

Further details can be had from the Office of the 
Principal, Medical College, Calicut during the working 
hours. 

G<ft>0>S>1 Gc96)0S 612)CU)1 c 96)®S Geft.0Gg Sjl6)OJ Cn_y cft>10C»(3 
oaojolcruloS culeocnRSTrolGejcMiodJcra^aocQ) ca>6nsoa1ecnoada3 
Gao6TTflodS c9do crodGqj a°lo(3 (saomo) aj1<»06mo fflujcfflicmanl 
G£j<ss) cnl^maoraiOtefflglraSrnlcrnjo rare oaf) <»>,(, cm anTej(3i20ffl1ra3 
cblanjo ajLoajsjOTijo aoStru oomlosf olcmaocQianjaoc® 
<3c3nejoa\>3<ft>c/3 <Si3dsm1^|j6)<ft>oggjaT)j. 

rarasaroS cmjtft.—? 2 eicMdo. 

0Dl<acs>i3<u^o 6)ssne(3 «njce>cQ)j6)s araj astmmocno. 

3(3(i£jocru Ganoocarmlfflqij culm : 

raracruroS—? 416. 
cro 

KDnJOGSS -? 456. 

oJ<ft>(8oj-? 208. 

ocS^eioaru etiO 02 ijcft)C^ oinJORSiS ai<pl ail«53<T_|cn (rolojam 
tmlcffitrol 23 - 6 - 2011 . 

Q(3<i£joaru GnD0i2q<&>a3 Gcnolf ejelceffljanD raraaicruocn 
cmlcraratojo cruacnxujo 29 - 6 - 2011 , 3.30 asrrfl. 

3«i<ieio<T02ca>a5 cruj°l<ft)(alc 0 S)jcm raiamcruom (mlcffiroflcffljo 
CTuacffirujo 30 - 6-2011 ootulfflej 11 asml. 

q(3<i£jo(tu (mjo<es)jcm railoaxmlcffijo cruacoxujo 30 - 6 - 2011 , 
fflooiloei 11.30 2 i 6 m 1 . 

Q(8aeiO(TUJcft)a3 ag)(rU5/6698/201l/ti®o.<Tu1.(Tul. a^OD 
GffloenpjGKJKDOsjc&jsl Gcnol§ cnraS qq>o (.ojladcrulijjoc^, 

6)fflCU)1 £061(03 Gift) 0egSS, G<ft>0SplG<e6)0S'-673 008 a£j)CTT) 

ailejO(TU85Kf)l«53 (3racr»OQ>Gc8S)6n3G«r>0 (30)6133. 6)ffKUca>1c9S)l§J(m 


a(3>^ejocn)j<ft,a3 cruj°l<ft)ffl1c06ijanD«5iej. oaS^ejocrujefeuS 
g1ra3 (Tujrulijjlijlolcesijcm almcruo ooail6)ej 11.30 msmlcosi 
(3(3aejocruj<S30(a6ici5GCQ)o (30oufl<ft.i,ffl) toJ(m1m1u>to;j6isGc’c»o rruocml 
raimlraiS otijo c9ffl 6)o_| sjo. (WnJoejIoS ejelGteffl6ns 
<3c8riejOCTU Go£l OO (313)16Xlij Oil OJ (S3) O <33)1 (2STTfl 630(8CU)(3 S^lfflcO) 
(26)OOCTD)o (TOJlc0D(Z)1cB6)^CinD(O)&J. 

O O 6 6\J 

e ioo Qileicffijgg Gtftfflg ratmlraS mlasulra) 

00(5)^ cft> <33)1 OJJgg CTUm2!8»nJ(.8S)o (1100)3(31® 8S)Jca>(S3)JQS 630J 

aatmmoaio cnlotmtociyGraimosjcS^sl 3(3<ieiocnjl6)(i3 ca>j6>s anadiojl 
Gt0ffl6re«j)O6rn. 

eSiJSJOTXBS (111 (1106313 C/3 (o-KTUOTIJOT) 630 ciOl <TOl(53 ODlcrOJo 
(.nJcu^Rsrml 3l<ucn)63Bglro8 eje1<ss)2cm«5i06rn. 

List of item 

Contamination monitor cum survey meter—1 No. 

Specification 

Has to offer High Sensitivity surface contamination 
and area monitoring. 

Detector—G. M. Type. 

Should be able to change to area monitor by 
inserting appropriate attenuation disk and also dose unit 
read out. 

Range—0-42000 CPS (0.720 m R/h) 

LCD Display panel 
Set up Thresholds 
Portable 

Light weight. One hand push button operation 
Stand base holder 

Special Conditions 

1. The brochure issued by the manufacturer in 
original should be attached. 

2. The firm should be arranged demonstration at 
his own cost if requested. 

3. The tenders are not satisfying all the conditions 
are liable to be rejected with out further notice. 

Medical College, (Sd.) 

Kozhikode. Principal 


